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INTRODUCTION. 


ELECTRICAL oscillations are at present of interest chiefly on account 
of their practical applications to radio-telegraphy and radio-telephony. 
‘he production and study of very rapid osciliations is also of intense 
theoretical interest, and the applications of oscillations in high fre- 
quency measurements and in research are of no small importance. 

Previous to the last few years practically the only method of produc- 
ing oscillations was by means of the disruptive discharge of a condenser 
across a comparatively long spark gap between metallic terminals in 
air. Under such conditions a train of damped oscillations is produced 
at each spark. The duration of these trains is very short in compari- 
son with the interval of time between them. It is evident that such an 
intermittent and impulsive system 1s ill adapted to accurate electrical 
measurements ; and for use in wireless telegraphy the system is noisy, 
inefficient, besides which the necessity of using high potentials in- 
creases the danger and the difficulty of insulation. For wireless tele- 
phony, where a regular and continuous radiation of power is necessary, 
the long spark method is absolutely useless. 

In the last few years there have come into extensive use the short 
gap or quenched spark method, and the are methods of producing 
electrical oscillations. ‘These methods make use of the characteristics 
of very short spark gaps between large parallel metal surfaces, or the 


these methods of generating oscillations lie in their greater efficiency, 
the absence of noise, the much greater regularity and continuity of the 


peculiar characteristics of certain forms of ares. The advantages of 
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resulting oscillations, and the use of low potentials. The trains of 
oscillations either follow each other very closely or, as with the arc 
method, the oscillations are continuous with no intervals of inactivity. 

For the purpose of this article it will be sufficient simply to men- 
tion and to classify the short gap and arc methods according to the 
characteristics of the resulting oscillations, and to designate the 
types by the names of their observers or discoverers. ‘There are 
three such types, namely: the Duddell or singing are oscillations ; 
the Poulsen oscillations ; and the Wien oscillations, or the so-called 
“Stosserregung.” 

The Duddeil1 oscillations are produced when a direct-current 
carbon are in air is shunted by an oscillatory circuit. This method 
of producing oscillations is characterized by the fact that the arc 
always remains lighted, that is, the condenser current is at every 
instant less than the supply or main current. ‘These oscillations are 
of small energy and limited in frequency to about 10,000 per second 
which fact renders them impracticable for radio-telegraphy. 

The Poulsen? oscillations are produced by the Poulsen are, which 
is essentially a Duddell arc between a water-cooled copper anode and 
a carbon cathode; this are takes place in a magnetic field and in an 
atmosphere of some hydro-carbon gas. In this case the arc is ex- 
tinguished at each oscillation, the condenser current at some instants 
being greater than the supply current. The Poulsen oscillations are 
much more intense than the Duddell type, and much higher frequencies 
can be attained; the energy, however, grows rapidly less as the fre- 
quency is increased. Frequencies of a million or more can be obtained 
but with small energy. Although the Poulsen oscillations are used in 
wireless signaling they have some disadvantages, such as low efficiency, 
and the characteristic change of wave length with changing arc length 
and are current. 

Under the head of Wien® oscillations fall those produced by the 
Lepel ¢ arc, the Peukert 5 arc, etc. ‘The generators for oscillations of 
this class consist of two or more very short gaps between large metallic 
surfaces separated by paper, or by a thin film of oil, and so mounted as 
-toexclude the air. The gaps are connected in series and shunted by an 
oscillatory circuit similar to the arrangement for the other forms of 


1 W. Duddell, Journ. Inst. Elect. Eng., 30, 232 (1900). 

2 V. Poulsen, British Patent Specifications, 15,599 of 1903. 

3 Max Wien, Physik. Zeitsch., 11, 76, Feb. 1, 1910. 

* Lepel, Electrician (London), 63, pp. 142, 157, 174, 345, 376 (1909); 64, 
pp. 153, 386 (1909-10); G. W. Nasmyth, Phys. Rev., 32, No. 1, 103 (1911). 

5 Peukert arc, Electrician (London), 64, 361, 550. 
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generators. Loosely coupled to this primary circuit is a secondary 
circuit in which are induced the Wien oscillations. At each breaking- 
down of the gap a highly damped train of oscillations ensues, which 
produces in the secondary circuit the two ordinary coupling waves. 
During the interval between the ending of one primary train and the 
beginning of the next the secondary circuit oscillates in its own free 
period. hus there are produced oscillations of three periods, the 
latter being of the most importance. 

All of the above mentioned methods for producing oscillations were 
tried without success by the author in an attempt to obtain oscillations 
of a frequency of more than 10° vibrations per second, and of sufficient 
regularity, continuity, and intensity for use in another investigation. 
After the failure of the then known methods, further experimentation 
produced the new oscillation gap and method which are to be studied 
in the following contribution. ‘The method in some particulars closely 
resembles the Poulsen method, but in electrical action the system is 
quite different from any included in the three classes mentioned above. 

The oscillations of this new system do not fall in any of the three 
classes of oscillations mentioned, but are, as will appear later, inter- 
mediate between the Poulsen and Wien types. The oscillations pro- 
duced are unlike the Poulsen oscillations in that their period is but 
very slightly affected by changes of supply current and not at all by 
changes of are length, and they are sinusoidal in wave form. ‘The 
oscillations are different from the Wien type in being continuous, and 
having but one period, which is practically the free period of the 
circuit in which the oscillations are induced. 

[It is shown in the following article that this new system produces 
oscillations superior to the other systems in regularity, which, with its 
simplicity, commends its use in the laboratory and in practice. It is 
the only method known by the author for producing intense con- 
tinuous oscillations at extremely high frequencies. ‘he author has 
obtained continuous and practically undamped oscillations of several 
amperes at 20 meters wave length, which corresponds to a frequency of 
1.5 X 10" oscillations per second. 

The following article is presented in three parts. In Part I it is 
proposed to give the general characteristics of the oscillation gap. In 
Part II the oscillations are studied more in detail by means of Braun 
tube oscillographs, and Part III contains a few practical considerations 
and applications of the oscillations. 
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Part I. 
THE GENERAL CHARACTERISTICS OF THE OSCILLATION GAP. 


(1) Description of Apparatus. 


The gap consists essentially of an aluminum cathode and an anode 
of some other metal such as copper or silver, both water or air cooled 
and surrounded by an atmosphere of moist hydrogen. The active sur- 
faces of the terminals are accurately parallel planes of one or two 
square centimeters area, and adjustable as to distance separating 


Ficcure 1. Air-cooled Cu-Al Discharge Gap. }4 natural size. 


them, which, for the best results, is about .07 mm. Large terminals 
are undesirable on account of the increased electrostatic capacity of 
the gap, which must be small in comparison with the main capacity of 
the cireuit. 

For the cathode, aluminum is the only metal which gives at all satis- 
factory results, and the gap should be constructed so that the termi- 
nals can be occasionally renewed. After the gap has been in operation 
for some time the aluminum becomes pitted and covered with a very 
hard oxide which is difficult to remove. One electrode was operated, 
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however, for over one hundred hours with fairly satisfactory results at 
the expiration of that time. 

Several metals work well as anode, the latter apparently playing 
very little part in the action of the gap. It appears, however, that 
the denser metals of high cathode drop, such as copper and silver, are 
desirable. ‘The anode, with occasional cleaning, will serve indefinitely. 

Although the amount of heat produced in the gap is small, some 


FicureE 2. Details of Water-cooled Cu-Al Gap. % natural size. 


method of cooling the terminals is necessary. Air cooling by means 
of radiating vanes is to be preferred on account of convenience and 
simplicity. Figure 1 gives the details of an air-cooled gap, the right- 
hand half in section. At e there is shown the A/ electrode which is 
held by a taper-fit in the massive terminal ¢. Opposed to this A/ elec- 
trode is a similarly shaped copper electrode held by taper-fit in a similar 
massive terminal. These terminals are threaded and engage in the 
side castings cc, and are provided with blackened metallic radiating 
vanes as shown. ‘The side castings are separated by a thin slab of 
hard rubber or asbestos board, which has a central circular hole to 
serve for the gap chamber 4. Rubber handles rv are for use in ad- 
justment. The inlet and outlet for the hydrogen are shown at ¢ and o. 
The drawing is one half size. 
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A water-cooled gap as shown in Figure 2 was, however, used through- 
out this investigation. By reference to the drawing this gap is seen 
to consist of two hollow threaded electrodes capped with aluminum 
and copper, respectively, and each provided at the outside end with 
an inlet and outlet tube for the passage of the cooling water. he 
terminals are enclosed in a hard rubber casing provided with a circular 
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Ficure 3. Diagram of Connections. 


glass front. Hard rubber disks attached to the electrodes serve for 
adjusting handles. The figure is a reduction in the ratio of 5 to 2. 
The general diagram of connections is shown in Figure 3. Sisa 
source of direct current of a few hundred volts, and, in what follows, 
530 is to be assumed unless otherwise stated. J, isa D. C. ammeter 
which measures the current in the supply circuit. This circuit also 
contains the two inductances or choke coils Z, Z,, and a variable re- 
sistance /?,, capable of reducing the current to about 0.2 ampere. In 
the following experiments ZL, LZ, are ordinary A. C. are-light induct- 
ances, and /2, is a resistance, adjustable in one half ampere steps, in 
series with a variable copper-sulphate electrolytic resistance. C, and 
(, are variable air condensers, G the gap, Z, and ZL, the variable 
primary and secondary of the closely-coupled oscillation transformer, 
and J, a hot-wire ammeter. 


(2) Operation of Gap. 


The system will start automatically if the distance between the 
terminals is not much greater than 0.1 mm. In appearance the dis- 
charge resembles a very minute arc, of an intense reddish-purple color, 
absolutely quiet and stationary. ‘he discharge remains at one point 
on the electrodes for several minutes until the aluminum is slightly 
pitted, when it suddenly shifts to another point. When the discharge 
is examined by means of a spectroscope only the primary hydrogen 
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spectrum appears with an occasional weak flashing-up of a few of the 
aluminum lines. Plate 14 gives the discharge spectrum with an 
aluminum comparison spectrum. ‘The nature of the discharge will be 
considered more in detail in Part II, but it is evident from the figure 
that the metals are not vaporized, and the indications are that the 
conduction is entirely by gaseous ionization. 
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Ficure 4. Effect of Changing Length of Gap. 


I, = .335 ampere. 
A. = 106 meters. 
C,= 112 105 wf. 
C,= 60 10° wf. 


° 


When the secondary oscillations are examined by means of a wave 
meter, but one wave with exceedingly sharp tuning is observed. On 
account of the steadiness of the oscilliations it is often difficult to set 
the wave meter — which makes use of a telephone receiver as the de- 
tecting device — without the use of a chopper or interrupter in the 
wave meter circuit. 

‘The change in wave length of the secondary oscillations with chang- 
ing supply current is very much less than is observed with the Poulsen 
and Lepel generators. ‘This point is, however, more profitably con- 
sidered later, after a better understanding of the action of the gap has 
been gained. 

In order to show the effect on the intensity of the secondary oscilla- 
tions of varying the length of the gap, the curve shown in Figure 4 
was taken. It is seen that the intensity of the secondary current, as 
measured by the hot-wire ammeter, does, to some extent, depend upon 
the length of the gap, but not to the extent that might be expected. 
At 0.19 mm. the secondary current is a maximum, but at about this 
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length of the gap the discharge begins to hiss and become unsteady, 
For other values of the main current, /,, the curve would be slightly 
different, but, in general, the best results are obtained with a gap 
length of from .04 to .09 mm. 

‘The effect of changing the pressure of the hydrogen was investigated. 
Apparently atmospheric pressure gives the most satisfactory results, 
although, for decreased pressure, the oscillations are possibly slightly 
more intense until the pressure of about 10 or 20 cm. is reached, when 
they rapidly become weaker. Increased pressure is decidedly det- 
rimental, 

Before entering upon an explanation of the curves and results it is 
essential that a comprehensive idea of the operation of the system be 
had. ‘lo this end the following brief review of the events during one 
cycle is introduced, the details of which will be considered more at 
length later. It is clearest, in tracing the sequence of phenomena, to 
begin at the instant after the system has been started, when the poten- 
tial of the primary condenser C; (Figure 3) has attained a value suffi- 
cient to break down the high resistance of the gap. The gap resistance 
rapidly falls to a very low value as the discharge of condenser (, and 
the main current /,, which was previously flowing into C; and which 
remains practically constant on account of the inductances 1, “,, rush 
across the gap and through the primary coil Z,.. This current rush 
takes place according to a definite positive loop of current with respect 
to time, the shape, amplitude, and duration of which depend upon the 
constants of the circuit, the rapidity of absorption of energy by the 
secondary circuit, and, to a slight extent, upon the conditions of 
the gap and strength of the main current /,. The condenser (; is 
discharged and charged somewhat in the opposite direction by this 
positive current rush. If conditions are right the discharge stops as 
soon as J, becomes zero, there being no inverse current. ‘lhe secondary 
receives a certain increment of energy from this discharge, and con- 
tinues to oscillate after the primary discharge stops. 

'l‘his absence of inverse current above referred to is due to the com- 
bination of three conditions. First, and most important, is the practi- 
cally instantaneous re-establishment of the high initial gap resistance 
when the current becomes zero, due probably to the formation of an 
insulating oxide film on the aluminum; second, the higher cathode 
drop of the anode metal; third, the absorption of energy by the sec- 
ondary, although rectification usually takes place without this aid. 

At the end of the above mentioned current-rush the current through 
the gap is zero and the condenser (; has an inverse charge. Since the 
main current must remain constant it is now flowing into Ci, it having 


CHAFFEE. — IMPACT EXCITATION OF ELECTRIC OSCILLATIONS. 275 


been gradually shifted over to C, as 4, decreased toward zero. The 
main current J, flows into C; at a practically constant rate, neutraliz- 
ing the inverse charge and charging it in the initial direction. ‘The 
potential difference of C, increases uniformly, attaining a much higher 
value than exists outside the choke coils. 

Impressed across the gap is the potential difference of the condenser 
(, plus the ripples induced in the primary circuit by the secondary 
current, these potential ripples serving as a trigger to start the primary 
discharge on a second cycle in the proper phase relation with the 
secondary oscillation. 

It is evident from the above consideration that, on account of the 
inductances L, L,, the condenser C; can attain a much higher differ- 
ence of potential than that of the source, the magnitude of this 
condenser potential being determined by the breaking-down potential 
of the gap. It is also clear that, if this breaking-down potential be 
assumed approximately constant, the number of discharges of C; per 
second depends upon the main current 4. 

‘he duration of each primary discharge does not, as has been stated, 
depend upon the supply current, so that it is only the duration of the 
interval between primary discharges which changes with varying main 
current. ‘The secondary continues to oscillate during these intervals 
with decreasing amplitude according to the damping of the secondary 
circuit. In what follows the number of secondary oscillations to one 
primary discharge and charge is spoken of as the “inverse charge 
frequency referred to the secondary oscillation” or simply I. C. F. 

‘rom what has been said it is clear that the secondary receives 
periodic impulses from the primary, the frequency of these impulses 
depending upon the main current and the capacity of the primary 
condenser. During the intervals of non-activity of the primary circuit 
the secondary circuit oscillates in its own free period and with damping 
determined solely by the conditions of the secondary circuit, such as 
resistance and radiation. The secondary oscillation cannot, then, 
strictly be called undamped. The amplitude of the oscillation can, 
however, be maintained practically constant by making the primary 
impulses occur every two or three secondary oscillations, and, if the 
damping in the secondary circuit be small, the resulting oscillations are 
then almost perfectly undamped and continuous. 

In order that the maximum energy be transferred to the secondary 
circuit there are two conditions of syntony, as they may be termed, 
to be fulfilled. In the first place the primary discharges must always 
occur in the proper phase relation with the secondary oscillation, or, 
in other words, the I. C. F. must be a whole number. ‘This is, as has 
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been pointed out, more or less automatically regulated by the reac- 
tion of the secondary oscillation on the primary circuit, but not en- 
tirely so for low values of I. C. F. T'he second condition of syntony is 
that the shape of the primary wave or current-rush must be such that 
the resulting electromotive force impulses in the secondary circuit, 
due tothe different parts of the primary wave, bear the proper phase 
relation to the secondary wave. With a fixed secondary circuit the 
first condition can be obtained by varying the main current J,, or the 
primary capacity C;. The second condition of syntony can be estab- 
lished by changing the primary inductance J}. 


(3) Observations and Discussion of Results. 


The two conditions of syntony are illustrated by the curves of 
Figures 5 and 6. In Figure 5 the full line curve gives the variations 
of the secondary current, J:, plotted to an arbitrary scale, as the main 
current, J,, is varied, and shows maxima and minima of /, as the first 
condition of syntony is more or less perfectly fulfilled. The dotted 
disconnected lines give the maximum wave length readings of the wave 
meter, excited by the primary discharge, as ordinates plotted to the 
variable /,. The third dot-and-dash curve is the wave meter reading 
when the secondary circuit is open. This figure is a fair representation 
of several curves taken under different but similar conditions. 

In explanation of Figure 5 attention is called to the following facts. 
It is evident that if the potential to which the condenser is charged 
is practically the same under all conditions, — and experiment shows 
that this is approximately the case,— then with a given C;, the number 
of discharges per second in the primary circuit is roughly proportional 
to the current J,. This actual spark frequency produces in the wave 
meter an effect corresponding to a wave of that frequency. This pri- 
mary fundamental wave length, as it will be called, plotted to /, would 
give a curve of the general shape given by the dot-and-dash line in the 
figure. When, however, the secondary circuit is closed the secondary 
current exerts an equilibrating influence on the primary discharge, 
helping it to occur, as has been stated, at a definite time in relation to 
the secondary current, thereby forcing the primary circuit to operate 
according to the short horizontal lines. For instance, by reference to 
the figure it is seen that, for a supply current of 0.7 ampere, the 
unforced primary fundamental wave length is 350 meters. ‘The fre- 
quency corresponding to this is about 860,000 per second, which means 
that there are that number of primary discharges occurring per second. 
When, however, the secondary circuit, having a natural wave length 
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\, = 95 metres, is closed, conditions are different on account of the 
absorption of energy by the secondary circuit, and the primary dis- 
charges at a rate corresponding to a wave length of about 280 meters. 
his is about three times 2, showing that the I. C. F.is 3. As the 
supply current is decreased the primary is forced by the secondary to 
discharge at this rate until the current has become so small that the 
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Figure 5. Illustration of Syntony to Charge Frequency. 
A, = 95 meters. 
C, = 80 X 105 wf. 
= 60 x uf. 


slower rates corresponding to I. C. F.’s of 4 or 5 are more stable. When 
conditions are least forced for these values of I. C. F. a maximum of 
secondary current is observed as shown at /, = 0.46 in the figure. It 
is seen that for the steep part of the dot-and-dash curve the I. C. F. 
jumps between several successive values. It is also now easy to under- 
stand that the maxima of secondary current naturally occur at values 
of J, where the I. C. F. is less forced. 

The second condition of syntony, namely, the syntony of wave form, 
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is represented in Figure 6. In this case the hot-wire ammeter reading 
was taken in the secondary circuit as an inductance, in series with the 
primary of the oscillation transformer, was varied, the abscissa scale 
being in turns of the coil. ‘The disconnected curve, marked A, repre- 
sents the primary fundamental wave length plotted to turns of induct- 
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Figure 6. Curve showing Syntony to Wave Form. 


A, = 86 meters. 
To = .75 ampere. 
C1 = 60 X 10-6 uf. 
Cz = 40 XK 10% xz/f. 


ance. The curve of secondary current shows the marked maximum 
when, the I. C. F. remaining constant, the primary discharge loop has 
the best duration compared to the period of the secondary oscillation. 
The forcing by the secondary oscillation of the primary to discharge 
at the frequency corresponding to a wave length of 138 meters is well 
shown by the A, curve. 

A very interesting and useful chart, in showing the way in which the 
variables change, is shown in Figure 7. This diagram was taken for 
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Figure 7. Experimental Chart. 
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particular values of Z;, L2 and the coefficient of coupling of the two 
circuits, and is not general so far as the scales are concerned. The 
shape of the curves is general, however, and, it is hoped, may prove 
explanatory of the relations of the many variables. 

The curves resembling hyperbolas are each for a constant primary 
capacity plotted with main current, /,, as abscissae, and fundamental 
wave length of the primary discharge frequency as ordinates. The 
lower curve, marked “‘ secondary wave length,” gives the capacity of the 
secondary circuit as abscissae and the resulting syntonic secondary 
wave length as ordinates. ‘The other similar curves are got by multi- 
plying the ordinates of the last-mentioned curve by 2, 3, 4, ete. The 


remaining curve marked = = 1.71, needs a word of explanation. 


Several measurements were taken of the natural period of the primary 
circuit when adjusted to give maximum secondary current, for different 
secondary wave lengths, and it was found that this natural primary 
period divided by the corresponding secondary period was, in every 
case, within one or two per cent of the quantity 1.71. This would be 
slightly different for different coefficients of coupling. ‘he curve in 
question is the locus of the intersections of the vertical C, lines and 
the C, eurves which fulfill this condition. 

The use of the diagram of Figure 7 may be made clearer by the 
following. Suppose that the secondary wave length desired is 
75 meters. ‘The secondary wave length curve gives 40 10° 


as the secondary capacity, and passing vertically up to the x, curves 


2 

it is seen that the primary capacity must be 80 x 107° yf If, now, 
the vertical C,= 40 line be followed to the intersection of the 
3A, curve, and then horizontally to the same C, = 80 eurve, and down 
to the current axis, one gets the current 4, = 1.1. This current gives 
the discharge frequency, with C, = 80, corresponding to a wave length 
of 225 meters, which is three times the secondary wave length, and 
therefore shows that, with that J,, the primary condenser is diseharg- 
ing every third secondary oscillation. In other words, the I. C. F. is 
3. Similarly it is seen that for an I. C. F. of 4 the main current must 
be 0.69 amperes ; for I. C. F. equal to 5, 7, must be 0.54 amperes, etc. 

Among other things the diagram shows that in general the supply 
currents which give the large values of I. C. F. differ but slightly, 
which is an advantage for some purposes. It is readily seen that 
small values of I. C. F. are impossible to obtain unless the wave length 
is short and the supply current very large. 

The coupling between the primary and secondary circuits should be 
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very close. In order to attain this the primary and secondary coils 
were wound parallel on the same frame so that they interlocked. ‘The 
diameter of the coils is about 5 inches, and from one to seven or eight 
turns were used. Direct coupling is almost as satisfactory as magnetic 
coupling, but for regularity and freedom from harmonics the latter is 
to be preferred, and was used throughout this experiment. ‘The close- 
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Figure 8. Current Curves, with Changing Resistance. 


A = 100 meters. 

Io = .55 ampere. 
175 x 10-5 uf. 
C,= 86 x 10-6 


ness of the coupling, or, what is of more importance, the mutual 
inductance between the primary and secondary circuits, should, for the 
best results, be adjusted according to the amount of power delivered by 
the secondary circuit. The connection between the mutual inductance 
and the conditions in the secondary circuit is shown by the curves of 
Figures 8, 9 and 10. 

In taking the curves of Figure 8, the primary supply current, the 
primary capacity, and the secondary wave length were kept the same 
in order to maintain constant the two syntony conditions, while a resist- 
ance in the secondary circuit was varied for different numbers of turns 
on the secondary helix. The primary capacity was 175 X 10° wf; 
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the supply current was 0.55 ampere, and there were four turns on the 
primary helix. The secondary wave length was 100 meters and the 
curves 1-5 give the values of /, in amperes for the designated number 
of turns on the secondary coil, as the resistance in the secondary 
circuit was varied from 0 to 16 ohms. On the same diagram appears 
the voltage across the gap for the several conditions. 

These, and some of the curves shortly to be considered, are plotted 
for, or in terms of, turns of secondary helix, the primary helix remain- 
ing unchanged. With the apparatus used the mutual inductance 
between the two circuits is not exactly proportional to the number of 
secondary turns on account of a slight variation in the position of the 
coils, but nearly enough so, so that the number of secondary turns can 
be considered as proportional to the mutual inductance between the 
primary and secondary circuits. 

The resistance used in the secondary circuit was an oil-cooled man- 
ganin wire resistance, wound non-inductively, and with a wire of such 
a diameter that the high frequency resistance is considered to be prac- 
tically the same as the ordinary resistance. 

It is clear, on examination of the current curves of Figure 8, that if 
a large current in a circuit of small resistance is desired, the mutual 
inductance should be small. If, on the other hand, there is a consider- 
able radiation of power from the secondary circuit, or if the circuit con- 
tains a large resistance, it is necessary that the mutual inductance be 
large. 

he reason for this necessary change in mutual inductance to suit 
the various conditions is to be sought in the reaction of the secondary 
current on the primary circuit. It is probable that the coupling 
should be as close as possible consistent with a certain reaction, above 
which the primary conditions, such as phase, etc., would be affected to 
the extent of causing the power to decrease. Suppose then it be as- 
sumed that the permissible reaction on the primary is constant, and 
that the current in the secondary is proportional to WV, the coefficient 
of mutual inductance. Then it follows that the reaction voltage, £1, 
in the primary is 


FE, = const. x Mh. 


M 


7 if the wave length and primary current are constant. 
2 


But « 


Therefore 


E,« = const., or 1/7? « Re. 


ng 
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If, now, JZ be assumed proportional to N, the above expression may 
he written, 
= where A is a constant. 


This is the relation which must probably approximately hold in order 
that the reaction of the secoudary current on the primary cireuit may 
not exceed a certain amount, and is, therefore, for a given /?, or radia- 
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FiguRE 9. Power and Efficiency Curves with Changing Resistance. 
A. = 100 meters. 
I, = .55 ampere. 
C, = 175 X 10-5 wf. 
C, = 86 X 10° wf. 


tion coefficient of the secondary circuit, the condition for maximum 
power. ‘This will later be shown experimentally to be nearly true. 

In Figure 9 is plotted the power, /,?/?2, in watts dissipated in the 
secondary resistance for the conditions represented in Figure 8, from 
which the curves of Figure 9 were obtained, and, also, the correspond- 
ing efficiencies (dotted lines) exclusive of the power lost in the outside 
resistance, ?,, are shown. ‘The heat lost in #, is omitted in calculat- 
ing the efficiencies because, as will be stated later, by a proper choice 
of generator this resistance can be left out. 

The full line curves of Figure 10 were derived from those of 
Figure 8, and are constant secondary current curves plotted to the 
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ratio of secondary to primary turns of helix as ordinates, and secondary 
resistance as abscissae. ‘The ordinate scale is, as has been pointed out, 
practically proportional to the mutual inductance between the two 
circuits, but, for the sake of definite units, is expressed in terms of 
turns of helix. The curves were derived by taking the intersections of 
the horizontal, 1, 1.5, 2, 3, 4, and 5 ampere codrdinate lines with the 


OHMS. 


Ficure 10. Power Curves Derived from Figure 8. 


Ag = 100 meters. 

I, = .55 ampere. 

C1 175 4 10-5 
86 X 10° wf. 
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secondary current curves of Figure 8, and plotting to the correspond- 
ing secondary resistances. The dot-and-dash curve is drawn through 
the points of maximum slope of the constant current curves, and is the 
locus of the points representing maximum power output. It is ap- 
proximately a parabola, expressible in the form 


Ny 
72? = A, PR, where A, is a constant. 


fs, or, since NV; = 4 =const., 


This is the same expression which was previously derived by assuming 
the existence of a maximum permissible reaction of the secondary cur- 
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rent on the primary circuit, and shows that, within the errors of 
experiment, the assumption is fairly well borne out. 

‘he remaining dotted curves of Figure 10 are calculated constant- 
watt curves, and enable one to tell at once the power being delivered 
under any condition represented by the full line curves of the diagram. 
Apparently the larger the secondary resistance and the greater the 
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Figure 11. Power and Efficiency Curves with Changing Current, [Jo]. 
A, = 100 meters. 
C, = 175 X 10% wf. 

86 X 10° wf. 
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number of turns on the secondary of the helix, the greater would be 
the power output, but it will be seen that the distance between the 
constant-watt curves rapidly increases, making it necessary to very 
much increase ?, and N; to give a slightly larger output. ‘Therefore 
the curves do show the existence of a limit to the power derivable from 
one gap. ‘These curves also show that with a small number of turns 
on the secondary helix it is impossible to deliver to the secondary a 
large amount of power no matter what the resistance is in the 
secondary circuit. It is clear, as has been said before, that the 
mutual inductance must be large, and the radiation or resistance large 
in order to obtain a large amount of power from the secondary circuit. 

The curves of Figure 8 and those of Figures 9 and 10, which were 
derived from Figure 8, were taken when the supply current, /,, was 
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maintained constant at .55 amperes, the current which, with a wave 
length of 100 meters, gives about the best average efliciency for all 
conditions. The curves of Figure 11 show the effect on the efficiency 
of changing the supply current, Z. The secondary wave length was 
maintained constant at 100 meters, and there were 4 turns on both the 
secondary and primary of the helix. ‘The full line curves show the 
variations in current in amperes in the secondary circuit for three 
values of secondary resistance, as the main supply current, /,, is varied 
from 0 to 1.5 amperes. ‘The dotted curves give the efficiencies for the 
three curves plotted to the right hand scale. The relative — 


of the efficiencies would be slightly different for other values of - 


but the curves show that for 100 meters wave length in the ee 7, 
the maximum efficiency is obtained when the gap is operated on a 
supply current of from 0.3 to 0.8 ampere, the exact magnitude of the 
supply current for maximum efficiency depending on the resistance in 
the secondary circuit. 

All of the data given above are for a wave length of 100 meters in 
the secondary circuit. The shape of the curves would be similar for 
other wave lengths but the scales different. If the secondary wave 
length were longer the primary condenser would be larger, and the 
supply current for maximum efficiency would be greater, but the gap 
does not work steadily under any conditions with a supply current 
greater than about 1.5 amperes. 

In conclusion of Part I, a few words should be said concerning the 
variation in frequency of the secondary oscillations as the supply 
current is changed. Although this point has not as yet been investi- 
gated at all thoroughly, the conclusions drawn from some experiments 
and observations show that the frequency of the oscillations increases 
slightly, and practically linearly, as the supply current is increased. 
This increase is from 1 per cent to 10 or 12 per cent for a change of 
supply current from .2 to 2 amperes, and depends upon the adjust- 
ments, the percentage increase being greater the closer the coupling, 
and the greater the number of primary discharges per second. 

Jt is improbable that this change in frequency with changing supply 
current can be attributed, as is done in the case of the Poulsen and 
Lepe! arcs, to the change in slope of the voltage-current characteristic, 
for a change in gap length, which changes the slope of the “-/ curve 
more than a change in supply current, does not cause a detectable 
change in frequency. If there is a change in frequency due to change 
of gap Jength, it is less than 1 per cent for a change of gap length from 
005 to 0.15 mm. 
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It is thought that the variation of frequency with changing supply 
current is due to a wavering or shifting of the period of the secondary 
oscillation between a forced condition, when the primary is in action, 
and the free period of the secondary circuit, when unaffected by the 
primary discharge, this wavering being more often and of a greater 
effect on the resultant or average wave length the greater the number 
of primary discharges per second. ‘The number of primary discharges 
is proportional to the supply current, so that according to the above 
assumption, the change in frequency would be directly proportional to 
the supply current. 

‘The large changes in frequency with changing are current and are 
length is a serious disadvantage in the use of the Poulsen are, but 
with the system being studied, the change of frequency is so small and 
the supply current and are length remain so very constant that there 
is, under all ordinary circumstances, practically xo change in frequency. 


Part II. 


ANALYSIS OF OscILLATIONS BY Means or Braun 
OscILLOGRAPHS. 


In Part I the general characteristics of the aluminum-cathode oscil- 
lation gap were studied, but little idea could be obtained as to the 
instantaneous relations of the variables. It is the purpose in Part II to 
analyse, by means of the Braun cathode-ray tube, the entire sequence 
of events during a complete cycle of changes, and to develop a clearer 
idea of the nature of the oscillations and the action of the gap. Before 
attacking the problem, however, it is necessary to describe the additional 
apparatus made use of in the following experiments : 


(1) The Braun Tubes and Accessory Apparatus. 


The Braun cathode-ray tube is a most valuabie piece of apparatus 
for delineating transient electrical phenomena. Its use has been de- 
scribed by Braun,® Zenneck,? and others,® but a few words from the 
author’s experience with the use of the Braun tube in connection with 
high frequency currents may be of interest. 

he Braun tubes used in the following work were imported from 
Germany, but it was found necessary to alter them. ‘The aluminum 


6}. Braun, Wied. Ann., 60, 552 (1897) ; Elektrot. Ztschr., 19, 204 (189s). 

T Zenneck, Ann. d. Physik., 9, 497 (1902). 

J. M. Varley, Phil. Mag., 3, 500 (1902); Varley and Murdock, Elee- 
trician (London), 66, 335 (1905). 
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or mica diaphragms, which serve to limit the cathode stream to a small 
pencil, were replaced by glass diaphragms, sealed into the tubes and 
having the shape of a truncated cone. ‘lhe apertures of the dia- 
phragms are from .5 to .7 mm. in diameter, and give a very sharply 
defined luminous spot of about 1 to 1.5 mm. diameter on the fluorescent 
screen. Figure 12 shows the general form of the tubes and the glass 


—t | 


Ficure 12. Braun Tube and Deflecting Coil. 


Braun tubes making use of electrostatic deflection of the cathode 
beam were also used in parts of the experiment. ‘They are essentially 
the same as those just described with the addition of the two electro- 
static deflecting plates. These plates are about 8 by 2.5 cm. in 
dimensions, and are sealed inside the tubes about 2.5 cm. apart. 

Several Braun tubes have been made at the laboratory, and it was 
found important that the distance between the cathode and the anode 
should not be less than about 15 em. A very sensitive fluorescent 
sereen for visual observation is made by dusting very finely powdered 
willemite over a piece of mica or glass freshly painted with a thin coat 
of water glass, although according to Zenneck a zine sulphide screen is 
to be preferred for photography and was used in this research. 

In order that the cathode beam may be homogeneous, that is, have 
at all times the same velocity and consequently the same deflection 
under a certain force, it is necessary that the potential of the source 
causing the discharge be very constant. This restriction, of course, 
excludes induction coils and transformers, and practically limits the 
desirable sources to either the large static machine or the high potential 
battery. 

If a static machine is used, one of many plates is necessary in order 
to give sufficient intensity to the cathode beam, and if possible the 
plates should have no sectors or carriers. 

‘'he ideal source of current for a Braun tube is the high-voltage 
secondary battery, capable of giving a potential of from 10,000 to 
20,000 volts. In order to control the current, should the vacuum 
drop, the current from such a plant should pass through two or three 
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feet of running water in glass tubes. In this investigation the Braun 
tubes were operated on Professor 'Trowbridge’s large 20,000 cell battery, 
which has proved of the greatest value in this and other work. Usually 
not over 20,000 volts were used, that being sufficient, under proper 
adjustment of vacuum, to give a very intense and homogeneous 
cathode beam. 

‘he proper adjustment of the vacuum is of the utmost importance, 
and depends entirely upon conditions. For the greatest intensity of 
the spot and, at the same time, the greatest sensitiveness, the pressure 
inside the tube should be as high as possible consistent with a clearly 
detined spot. After some experience, the appearance of the discharge 
about the cathode serves as the best indicator as to the exhaustion. 
The best results are usually obtained when the luminous stream from 
the center of the cathode is about 1 mm. in diameter, although in 
special cases a higher or perhaps a lower exhaustion is desirable. The 
vacuum, however, changes when using large currents, making it neces- 
sary that the tubes be in connection with a mercury pump. The Gaede 
rotary pump was used in this investigation. 

If a pump in connection with the tube is not convenient, a vacuum 
regulator, containing potassium chlorate or some other substance such 
as is used on X-ray bulbs, is suggested for lowering the vacuum when 
necessary. 

In order to eliminate the deflection of the beam by the earth’s mag- 
netic field, the tubes are mounted with their axes parallel to the earth's 
magnetic force, which mounting gives the tubes an inclination of about 
70° with the horizontal. The camera, for photographing the oscillo- 
graphs, was directed downward, viewing the upper or front surface of 
the fluorescent screen. Plate 1a, shows the general arrangement of 
apparatus, 

The deflecting coils, when used with high frequency current, can, of 
course, contain no iron. ‘The coils, which were used in this investiga- 
tion for the magnetic deflection of the cathode beam, are composed of 
from two to sixteen rectangular turns of copper wire, .325 cm. in diam- 
eter, half of the turns being on either side of the tube. The turns are 
about 7 or 8 em. in width, and from 10 to 12 em. in length. A nearly 
uniform field within the coil is secured by making the width of the 
rectangular turns ,/2 times the distance between the planes of the two 
parts of the coil. 

When using high frequencies, the difference in potential between 
two parts of the same coil, due to inductance, is sufficient to cause very 
large electrostatic deflections of the cathode beam. This disturbance 


is most effectually eliminated by surrounding the tube inside the coil 
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by a split solenoid of fine insulated copper wire wound on a paper 
tube. This device completely shields the cathode beam from electro- 
static disturbances, but allows the magnetic forces to pass undiminished. 

When the Braun tube is used for alternating currents of commercial 
frequencies, or for phenomena taking place in a few hundredths of a 
second, the velocity of the luminous spot over the screen is small 
enough to give a visible streak of light even if the phenomenon lasts 
for only one cycle. 

When high frequency currents are used, however, the velocity of de- 
flection of the cathode beam is so great that it is necessary that the 
luminous spot travel over the same path thousands of -times a 
second in order that even a visible effect may be observed, and many 
more times if a photographic record is to be taken with a reasonable 
exposure. 

It is then apparent that, if a sequence of instantaneous phenomena 
is to be delineated by causing the cathode beam to trace out a pattern 
on the fluorescent screen of the Braun tube, the cycle of events must 
repeat many hundreds of thousands of times a second, and with such 
regularity that the spot of light will, each cycle, travel over exactly 
the same path. 

When using the Braun tube for studying electrical oscillation, this is 
usually more or less of a difficult condition to attain on account of the 
uncertain and variable action of most forms of discharge gaps. ‘The 
gap and system under consideration is, however, so regular and con- 
stant that it is not at all difficult to obtain photographs of patterns 
representing cyclic changes, many of which recur three million times a 
second with practically no variation. 

Plates 1-7 are a few of over fifteen dozen photographs taken repre- 
senting various conditions, and give unmistakable evidence of the 
remarkable regularity and continuity of the oscillations of the Cu-Al 
gap. ‘The photographs were taken on Seed’s Gilt Edge No. 27 plates, 
and exposures of from 3 to 30 seconds were made. ‘The figures are 
practically natural size. 


(2) The Primary Wave. 


The observations for determining the shape and phase, with respect 
to the secondary oscillation, of the primary current rush were bbtained 
by leading the primary and secondary currents each through a 4-turn 
deflecting coil about the Braun tube, the two coils making an angle of 
90° with each other. The arrangement is diagrammatically shown in 
Figure 13, where the letters have the before mentioned significance. 
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‘There is obtained on the fluorescent screen by this arrangement a per- 
fectly definite and well defined pattern, which gives the corresponding 
instantaneous values of the primary and secondary currents. Plate 1 ¢, 
is one of many photographs of such a pattern, taken with an exposuie 
of about 15 to 30 seconds, and represents the conditions when adjust- 
ments are made for maximum energy in the secondary circuit. 
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138. 


Knowing, as will be adequately proved later, that the secondary 
oscillation is sinusoidal, the primary current, plotted to time, and its 
phase relation to the secondary current, can readily be derived from 
the patterns mentioned above. In ¢ of Plate 1 the vertical distance 
to the primary loop above, from any point on the horizontal line dis- 
tant d, from the center or undeflected spot, gives the instantaneous 
primary current, 7;, and the simultaneously secondary current, /.. A 
sine curve of amplitude represented by the secondary deflection is 
drawn, and the time coérdinate for any corresponding values of 7, and 
/, is the time, obtained from the sine curve, at which the current 
coordinate is 73. ‘The direction of the spot of light is indicated by the 
arrows. ‘lhe curve marked /, in Figure 14, shows the development of 
two figures, both reduced to the same scale for better comparison. 
/, in the figure is the secondary current. Seven such developments 
were made representing entirely different conditions, but in each case 
the phase of /, with respect to /, was practically the same as is shown 
in Figure 14, and the shapes of the /, curves differed so slightly that, 
to save confusion, they are not reproduced. 

Examination of the photograph and of the developments show, as 
was stated in Part I, that there is no inverse current. Although the 
primary wave appears to have twice the period of the secondary oscil- 
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resulting induced electromotive force in the secondary circuit, be 
plotted, a curve of the same period as J, is obtained. ‘This e. m. f 
curve is shown at # in Figure 14. 

If, now, the ordinates of the e. m. f. curve be multiplied by the corre- 
sponding values of the secondary current, a quantity proportional to 
the instantaneous rate at which energy is being transferred to the sec- 


FIGURE 14. 


I, Primary Discharge Wave. 

Electromotive Force due to 

Power Delivered to Secondary Circuit. 


‘ondary is obtained, and if plotted, gives the curve marked W in Figure 
14. The portions of the curve below the axis of time are negative, 
and represent a return of energy to thc primary circuit. The algebraic 
sum of the areas under the four loops is proportional to the total 
energy permanently delivered to the secondary circuit in one cycle. 
It is apparent that very little energy is returned tothe primary circuit, 
and that the second half of the primary loop gives the greater amount 
of energy to the secondary circuit, the first part of the primary dis- 
charge being more or less irregular on account of the sudden breaking 
down of the high initial gap resistance and the superposed higher 
harmonies resulting from the sudden shock to the system. 

In Part I it was stated that the primary current loops occur every 
two or more secondary oscillations. In this case the primary wave, 
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considered as an intermittent function, could be analyzed into har- 
monics. Instead, however, of analyzing the current wave, the equiva- 
lent problem of expanding the resulting e. m. f. wave into harmonies 
can easily be done if, as is seen by reference to Figure 14 to be roughly 
true, the e. m. f. curve be assumed to be an intermittently repeated 
sine cycle. 


FicureE 15. 


Suppose the particular case of a discharge every two secondary 
oscillations (I. C. F. = 2) be considered in detail. Figure 15 indicates 
the conditions of the problem. ‘The full line sine curve, marked /; 
represents the secondary oscillation which has thus far been considered, 
or in other words, the primary harmonic of maximum intensity. The 
other full line, marked 7,, is the primary discharge, and the dotted 
line the approximate e. m. f. wave which was referred to above. 

‘The function 


e= FH 
| 


is to be developed into a Fourier series of the form 
eé=a, sina +a. sin 22 + sin 3e+..... 
where any co(flicient @,, is given by the expression 
+) /2 
= - J (a2) sin mer dev = | sin 22 sin mx dx 
7 e 0 0 
The result is expressed below. 


EF (.43 sin a#+.50 sin 24+ .26 sin 32 — 
O61 sin .O28 sin sin 92+. 
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If the harmonics are to be expressed. in terms of time and the period of 
the e.m. f. wave, which is the same as the period of the secondary 
oscillation, the substitution 


2v = or 
= is to be made. 


Then a= (43 sin .50 sin + .26 sin 2n| 061 
sin 27 E + .028 sin ‘le — .O17 sin 


The results for I. C. F. equal to 3 and 4 are given below. 


Lc. F.=3 


An 
24 sin 3 + .10 sin — 04 sin 


IG. F. = 


sin 4 .21 sin + .26 sin 
25 sin Qrnt + .20 sin .13 sin 


A classification of the harmonics is given in the adjoining table, 
where the columns are headed according to the I. C. F. 

‘The coéfiicients of the various terms in the developments mean very 
little, but the existence of most of the harmonies, given in the table, 
has been verified by wave meter readings. 

A much more beautiful proof of the existence of the harmonics is 
presented by Braun tube oscillographs. If, in addition to the arrange- 
ment of circuits shown in Figure 13 for obtaining the primary wave 
form, another adjustable secondary circuit be used, excited by the 
primary current, and having a deflecting coil also about the Braun tube 
and parallel to the primary ‘deflecting eoil, the pattern observed on the 
fluorescent screen is the resultant of the deflections of the first sec- 
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ondary current, and, at right angles to it, the sum of the deflections 
due to the primary and the second secondary currents. If, now, the 
second secondary capacity be varied, there suddenly appears on the 
tluorescent screen, as resonance for one of the harmonies of the primary 
is obtained, a Lissajou’s figure corresponding to the ratio of frequencies 
of the two secondary oscillations. In addition to the simple Lissajou’s 
figure, which is due to the free vibration of the two secondaries, there 
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appears a less intense irregular loop due to the intermittent primary 
discharges. 

Plate 1, cuts d and ¢, anda and 6 of Plate 2 are photographs of a 
few of the patterns obtained by the above described method. The 
second secondary circuit was a wave meter with its coil parallel to the 
primary deflecting coil, from which it received its impulses. An ex- 
amination of the primary loop is often instructive in giving the relation 
of the primary discharge to the secondary oscillation. It is seen that 
the regular Lissajou’s figure may or may not be complete according to 
the value of the I. C. F. In 6 of Plate 2 the ratio of frequencies 
is 3:1, and the I. C. F. is 3, so that the primary discharges occur once 
for every journey of the spot over the pattern, thereby distorting a 
part of the Lissajou’s figure. 

Cuts b-f of Plate 2 are due simply to the deflections of the two 
secondary oscillations, the second secondary circuit receiving its im- 
pulses from the same primary coil which excited the first secondary 
circuit. Some of the photographs shown were purposely taken with a 
slight difference in phase to show the double line. Cute of Plate1 
represents the same ratio of frequencies as that of cut a of Plate 2 but 
with a considerable shift in phase. 

A consideration of cuts d-/ of Plate 2 shows that, although the 
coupling was close, the secondary currents do not depart from the 
sinusoidal form even while the primary impulse occurs. A _ possible 
rough explanation of this non-departure from the sinusoidal form can 
be had from a consideration of the shape of the primary wave form 
shown in Figure 14. The primary impulse /, of Figure 14 is seen to be 
approximately a cosine curve, of the same period as the free secondary 
oscillation, plus a constant, until the maximum current is attained, 
when the current decreases in a straight line. But by substitution in 
the differential equation for an oscillatory circuit, one finds that a 
cosine wave plus a constant or linear function of the time satisfies 
the conditions of a sine secondary oscillation. ‘The proof of this 
proposition is not given here. 

The shape of the primary wave form, which has just been considered, 
is determined principally by the changes in resistance which take 
place in the gap. If there were no change in resistance, and the influ- 
ence of the secondary current were negligible, the form of the primary 
current rush would be given by the familiar equation 
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+ 
where 2L,C, 


RC, —V RPC? 4LiC; 


and B 2 


(), is the initial charge in the primary condenser (C, and Z, and FR are 
the inductance and resistance in the primary circuit. The curve, 
which represents this equation, is, as is well known, a rise and fall of 
current with respect to time, and is aperiodic or oscillatory according 
as /?,? is greater or less than 4/,/C;. The critical resistance above 
which the discharge is non-oscillatory is, for the circuits which were 
used in this investigation, of the magnitude of 100 ohms. As will be 
seen later, the average resistance of the gap is so low compared to this 
quantity that the existence of no inverse current cannot be attributed 
solely to the aperiodic nature of a discharge through a high resistance. 
Moreover, if the average resistance were high enough to cause the dis- 
charge to be aperiodic, the end of the discharge would be asymtotic to 
the time axis. 

The resistance of the gap very rapidly drops from a very high value 
at the start to a low value. Since the resistance is a function of the 
current, and very probably a function of the time of which we have no 
knowledge, it is impossible to derive any exact mathematical expres- 
sion for the current curve. A consideration of the physical aspects 
will, however, reveal to some extent the reasons for the shape shown. 
If, in the differential equation for the primary circuit, 


t 
diy dio ° 0), 


the term /2; is suddenly decreased, it is evident that the term Z, at 


will prevent at first a rapid change in current. ‘This, in part, ex- 
plains the slow rise of current as shown by the first part of the primary 
wave form. As the discharge progresses the resistance becomes lower, 
and the current increases, following more closely one of the expo- 
nential discharge curves of low resistance. For reasons previously 
given, the discharge stops as soon as the current becomes zero. 


(3) The Resistance of the Gap. 


It is interesting, by assuming an approximate expression for the 
primary wave form, to calculate the change in resistance of the gap 
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necessary to give the observed primary current curve. An examination 
of the experimental curves of Figure 14 shows that the first part of the 
primary wave can be approximately represented by the expression 


(1 — @ £). 


where now 7; represents the instantaneous value, and /, the maximum 
value of the primary current, and is 2 7 times the secondary frequency. 
‘Time is reckoned from the beginning of the primary discharge. 

‘The corresponding expression for the secondary wave is found by 
measurements of Figure 14 to be 


i, = 1, sin (wt + 115°). 


These expressions can now be substituted in the differential equa- 
tion for the primary circuit, 
t 
di; dig dt _ 


in which #, is the resistance of the gap, /?, is the resistance of the 
rest of the primary circuit. 
Also 
ip =%4,—T,. (See Figure 13) 
whence 
Lyf, sin ot — MI, @ cos (wt + 115°) + (2, + (A — €0s of) 


(1,—L)t Sinet _ Qo 


1 4 1 OF 


Solving for /?, there results 


Yo ) sin wt + cos (wot + 115°) 
= 1,(1 — cos af) 


+.91 Mo sin wf — .42 MJ, cos ot 
1@ 1 


1 


if 72; be neglected. 
If appropriate values for the constants of this expression be taken, 


and /, plotted to the current ¢,, the curve shown by the dotted line of 
Figure 16 is obtained. 
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he change of resistance of the gap can be obtained experimentally 
by use of a Braun tube provided with electrostatic deflecting plates. 
These electrostatic plates are connected directly across the gap as 
shown by Figure 17, causing a deflection perpendicular to that caused 
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Figure 16. Resistance Curves of Cu-Al Gap. 
G.... Glow Discharge. 
L.... Discharge with Very Long Gap. 
S ... . Discharge with Very Short Gap. 
Dotted curve . . . . Calculated. 


by the total current through the gap. In this way a trace of the 
voltage-current characteristic curve is obtained from which can be 
derived the resistance corresponding to any current. 

Cuts a—-e of Plate 3 are photographs of A—/ characteristic curves as 
above described. Cut a represents the conditions for a very long gap. 
‘The path of the spot of light, in tracing this figure, may be understood 
from the following. As the condenser charges there is no current 
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through the gap, and hence no current deflection, but the potential of 
the condenser increases to a certain value determined by the breaking- 
down potential of the gap. This charging is represented in the 
photograph by a movement of the luminous spot from A, its undeflected 
position, to B, the potential at which the gap breaks down, which in 
magnitude, in this case, is equal to about 450 volts. The instant that 


FiGureE 17. 


the gap breaks down the potential drops, and the current through the 
gap increases giving the curve, from # to C, roughly resembling a hyper- 
bola. As the current decreases, represented by the line CA in the 
photograph, the potential remains practically zero, showing that after 
the gap has been once ionized the resistance remains low until the 
current becomes zero. ‘lhe current does not increase in the negative 
direction for reasons previously given. During the passage of the 
primary current the capacity, C;, has been completely discharged and 
charged in the reverse direction so that, as soon as the current stops, 
the full potential of the reversed condenser is brought to bear across 
the gap. This is represented by the point 2. Current is now, however, 
flowing into C, at a constant rate, causing the fluorescent spot to move 
along the voltage axis from D to # to begin a new cycle. 

The same kind of diagram is shown in cuts 6 and ¢ of Plate 3 for 
shorter gaps. It is evident, as would be expected, that as the gap is 
shortened, the “J curve closes in toward the two axes. 

It is also seen that with a very short gap the current increase is 
oscillatory. These oscillations are very rapid, having a wave length of 
the magnitude of four or five meters, and on account of the extremely 
high frequency cause the large potential oscillations shown by the 
blurred space in cut d of Plate 8. 

‘'he reason for these superposed higher frequency oscillations 1s easy 
to understand if we consider again the rapid drop in resistance repre- 
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sented by the very steep resistance curve for a short gap. A decrease 
in resistance means an increased current, but the increase in current 
further causes a decrease in resistance. This action promotes an un- 
stable condition, and would cause a tremendously sudden rush of 
current if the inductance of the whole circuit did not exert a con- 
trolling action. The effect is, however, that the terminals of the gap 
and the wires in the immediate vicinity of the gap are suddenly robbed 
of electricity, and because of the inductance of these terminal lead 
wires, the terminals are charged in the opposite direction. When 
the potential of the reversed terminals attains a sufficient value this 
momentary current rush stops and reverses. It is evident, without 
further consideration, that the conditions are right for the observed 
superposed oscillations, these oscillations being more intense at the gap 
and extending back with diminishing amplitude into the primary 
circuit. This effect will be very apparent in some of the pictures yet 
to be considered. 

Cut e of Plate 3 is a photograph taken when, on account of the dry- 
ness of the hydrogen, practically nothing but a glow discharge could 
be obtained. The gap in this particular case was traversed by a bigh 
frequency current. ‘lhe photograph is introduced only for the small 
curved point at the right hand end of the potential deflection, which is 
the characteristic of the glow discharge. 

Cut / of Plate 3 was taken in the same manner as the pictures just 
described except for the addition of a secondary deflection coil parallel 
to the primary coil about the tube. In this way there is obtained a 
spreading out of the diagram, and a clearer view of the actual path 
of the luminescent spot. The helical path from right to left results 
from the secondary current oscillation, and superposed primary potential 
oscillations due to the influence of the secondary vibrations on the 
primary circuit, both occurring during the charging of the primary con- 
denser. ‘The abrupt end represents the point at which the gap breaks 
down and the spot moves very rapidly, at first, over the primary 
discharge loop. 

‘he change in resistance with changing current, derived from these 
E-1 characteristics, gives curves of the general shape shown by the full 
line curves of Figure 16. ‘The curve marked Z was derived from cut @ 
of Plate 8, and represents the change in resistance of a very long gap. 
‘The other two full-line curves are for shorter gaps, and, in the extreme 
corner, is suggested the condition for decreasing current which com- 
pletes the cyclic resistance changes. 

[t is seen, on examination of Figure 16, that the dotted curve, derived 
from an assumed expression for the primary wave form, agrees well in 
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shape with the experimental curves (heavy lines). The scales of the 
curves serve only to give an approximate idea of the magnitudes of the 
resistances at different currents, for the position of the curves depends 
upon the are length and undoubtedly upon the period of discharge. It 
is worthy of note that the resistance at zero current is very high, thus 
admitting of a high initial charge in the primary condenser before the 
gap breaks down. ‘The resistance curves are very steep, being much 
steeper than the corresponding curves for the Poulsen are. It is, in 
part, this steepness which adapts the gap to the production of very high 
frequency oscillations. The very rapid reéstablishment of the high 
resistance is also of primary importance in the action of the gap with 
high frequencies. 

The upper dot-and-dash curve is for the curved point at the end of 
the potential deflection in cut ¢ of Plate 3 just mentioned, and repre- 
sents the conditions for glow discharge. 


(4) The Inverse Charge Frequency UI. C. F-). 


Reference has often been made to the I. C. F., the value of which, as 
was stated, depends upon the wave length of the secondary oscillation, 
the size of the primary condenser Cj, and the value of the supply cur- 
rent /,. In order to show that the I. C. F. has, under most conditions, 
a perfectly definite value, and at the same time, to illustrate some other 
points concerning the system, the photographs of Plate 4 were taken. 

The arrangement of circuits, for the figures under discussion, was as 
follows: ‘Two parallel deflecting coils were placed about the Braun 
tube, and so situated as to deviate the cathode beam in a direction 
perpendicular to the electrostatic deflection. One of these coils was 
connected in the primary circuit and the other in the secondary 
circuit. The electrostatic deflecting plates were connected to the 
terminals of the primary condenser C;. 

The oscillograms of Plate 4 represent, therefore, the sum of the 
primary and secondary currents by deflections in the vertical direction, 
and the potential of (,, by deflections in the horizontal direction. In 
all of the cuts the straight lower portion results from the secondary 
oscillation during the charging of C,, when the gap current is zero. 

The explanation of cut 4 will serve for all of the pictures of Plate 4. 
At point A the condenser (, is charged to a potential sufficient to 
jump across the gap. When the primary discharge begins, the spot of 
light moves very rapidly at first over the loop ABC. This discharge 
starts or maintains the secondary oscillation, so that the vertical deflec- 
tion is due to the primary current plus the simultaneous secondary 
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current. During the discharge the potential of the primary condenser 
falls and increases in the opposite direction, so that, at the end of the 
discharge, represented at C, the condenser potential is reversed. At 
point C the primary discharge is completed. The rest of the ciagram 
from C to A is due to the secondary oscillation, which causes the 
vertical deflection, and the uniformly changing potential of the primary 
condenser while charging, which causes the horizontal deflection from 
C to A. 

‘he number of secondary oscillations taking place during one pri- 
mary cycle, and which has been called the I. C. F., is clearly shown by 
the photographs. In the case of cut 4, the secondary completes one 
period during the primary discharge, and three complete secondary 
periods during charging from C to A, so that the I. C. F. is 4. 

‘The instant at which the primary discharge begins and ends with 
reference to the secondary wave, is shown to be the same as was 
derived in the section on the primary wave. ‘he high harmonic 
oscillations in the primary which occur, as has been mentioned, after 
the high resistance of the gap is broken down, are apparent in the 
beaded appearance of the upper loops of the oscillograms. 

In cuts a-e of Plate 4 the spot travelled over the patterns in an anti- 
clockwise direction. The I. C. F.’s are respectively 3, 4, and 6. In 
euts a and } the undeflected position of the spot is shown, and the 
relative magnitudes of the direct and inverse potentials of the primary 
condenser can be noted. 

‘he beats, shown in ents c-/ of Plate 4, are due to the interference 
of two oscillations in a doubly-periodic secondary system employed in 
this case. ‘The second-secondary oscillation is due to the vibration 
of an helix, a few turns of which were included in the secondary cir- 
cuit. ‘I'he luminous spot in cut d travelled in a clockwise direction. 


(5) Resistance Damping. 


In order to obtain an oscillogram of a variable which is a function 
of time, it 1s necessary to use some device which will give a uniform 
time axis to the figure. For instance, if it is desired to obtain an 
oscillograph of the commercial alternating current, one passes the cur- 
rent through the deflecting coil about the Braun tube. ‘There appears 
on the screen a straight line, which results from the to-and-tro move- 
ments of the luminous spot over the same straight path. In order to 
see the current wave developed with respect to time, it is necessary to 
observe the line deflection in a revolving mirror, its axis being parallel 
to the line deflection. If a photograph is to be taken, it is further 
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necessary to drive the mirror by some synchronous device so that the 
image of the developed figure may be stationary on the photographic 
plate fora time sufficient to make the exposure. his synchronizing 
device is not difficult to arrange when using commercial alternating 
currents, but when it is desired to take an oscillogram of a high 
frequency current or condenser discharge, it is usually impossible to 
make the necessary synchronization. When using high frequency 
currents, the velocity of the spot of light on the fluorescent screen is 
so great that, in order to obtain a photograph, it is necessary that the 
cycle of changes, as shown by the pattern on the screen, be repeated 
many hundred thousand times with such regularity and certainty that 
the image is always in exactly the same position. The requirements 
of both the acting system and the synchronizing device are very 
exacting. 

The development of the time axis can be most effectually accom- 
plished with the system under discussion by the very simple connection 
which was used in the last section. The electrostatic plates, which 
cause a deflection perpendicular to the current coils, are connected to 
the terminals of the primary condenserC,;. During the interval be- 
tween primary discharges, when the primary condenser is charging, the 
primary current is zero, and the main or charging current is almost 
perfectly constant on account of the large inductances in the mains. 
This uniform charging causes a uniform increase in potential of the 
condenser C;, and hence a uniformly developed time axis on the fluor- 
escent screen. ‘The oscillations of the secondary, or any effect started 
by the primary discharge, is thereby developed, as is shown by the 
lower portions of the cuts of Plate 4. 

This arrangement for the development of current or potential de- 
flection with respect to time is of the greatest use in many ways. Its 
application will be illustrated here by showing the damping curves 
with oscillations of a frequency of two million or more per second. 

Cuts a and 6b of Plate 6 represent the damping of the secondary 
oscillations due to the addition of resistance in the secondary circuit. 
‘The primary capacity and supply current were so adjusted as to give 
large values of the I. C. F. in order that as many secondary oscilla- 
tions as possible might appear in the damped oscillation trains shown. 
The adjustments for the pictures of Plate 6 were so made that each 
oscillation train is just completed before the beginning of the next. 
The trains, therefore, succeed each other with no intervals of rest. By 
adjustments of the supply current or primary capacity it is possible to 
lengthen or shorten the interval between the primary discharges, and 
by varying the resistance in the secondary circuit the number of oscilla- 
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tions in one train or the damping can be varied at will. The damping 
is evidently exponential in fulfilment of the familiar theory. 

Cuts c-f of Plate 6 and cut a of Plate 6 are the results of adding to 
the arrangement of circuits just considered, a second secondary cir- 
cuit, excited by the primary discharge and with its deflecting coil 
placed parallel to that of the first secondary. There results, therefore, 
a doubly-periodic secondary system having two secondary circuits 
inductively coupled together. ‘he doubly-periodie secondary oscilla- 
tion gives the beats and curious figures shown. Cuts ¢ and d are due 
to the addition of two oscillations differing widely in frequency. As 
will be seen from the description of the figures, the second oscillation 
is in one case over twice and in the other case almost three times the 
frequency of the main secondary oscillation. 

Cut a of Plate 6 shows beats taken with almost undamped oscilla- 
tions. ‘The wave lengths are not recorded but they were probably of 
the magnitude of 100 meters. 


(6) Damping in a Circuit Containing a Spark Gap. 


When the dissipation of energy in an oscillatory cireuit is propor- 
tional to the square of the current, as is the case in a constant resist- 
ance, the damping is exponential. If, however, the resistance is a 
function of the current the energy dissipation is no longer proportional 
to the square of the current, and the damping no longer exponential. 
For instance, the resistance of a spark gap or arc is a function of the 
current, the resistance being greater the smaller the current through 
the gap. 

Richarz and Ziegler ® in 1900 observed, in a revolving mirror, the 
straight line deflection which is produced in a Braun tube when a con- 
denser is rapidly discharged across a spark gap and through the de- 
fleeting coil. The frequency of the oscillations was very low. On 
account of the impossibility of taking a photograph, we have only their 
description of the phenomenon as seen in the revolving mirror. In 
appearance the figure resembled the backbone of a fish, or, in other 
words, a long straight line, due to the undetlected spot, and at intervals 
along the line pairs of equally inclined short straight lines, as one 
would indicate an arrow point. The short lines were due to the more 
intense maximum deflections during a train of oscillations, the separate 
oscillations being entirely undiscernible. The results showed that the 
anos due to a spark gap is not exponential but approximately 
inear. 


® I’, Richarz u. W. Ziegler, Ann. d. Phys., 1, 468, 1900. 
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Zenneck,19 ijn 1904, obtained further experimental proof of the 
approximately linear damping due to a spark gap. He photographed 
the line deflection, and by a process of projection from the several 
brighter spots, due to the decreasing amplitudes of the oscillations, de- 
rived the damping curves. Frequencies up to 1800 per second were 
used by him. 

Heydweiller,12 in 1906, showed that the results obtained by the 
above mentioned experimenters can be deducted theoretically. Hey- 
dweiller assumes, in deducing the linear damping, that the gap has a 
characteristic expressible in the form. 


e=at 

i 

where ¢ and ? are the voltage across and current through the gap, re- 

spectively, and a and / are constants. He further assumes that + is 

negligible, which reduces the conditions to the assumption of a con- 

stant voltage across the gap. Solving the differential equation for the 

discharge of a condenser across a constant potential gap, he obtained 
rectilinear damping. 

If a discharge gap be substituted for the secondary resistance in the 
arrangement of circuits which was used in the last section for obtain- 
ing plain resistance damping, very clear oscillograms can be obtained 
of the oscillation trains when the damping is caused by a gap. Al- 
though the inherent irregularity of some metallic gaps, when used in 
the secondary circuit, causes some irregularity of the oscillographs, yet 
good photographie records can be obtained, as is shown by the cuts of 
Plates 6 and 7. In order to obtain a potential sufficient to maintain 
the discharge across the secondary gap, it was necessary to use a large 


. 
primary condenser and supply current, and to make the ratio, NX 


of the secondary to primary turns on the helix large. 

Cuts b and ¢ of Plate 6 show two of the pictures first taken, and 
illustrate well the linear damping. The gap length was very short ; 
the terminals were of aluminum. 

Further investigation showed that the oscillation train took on en- 
tirely different aspects according as the discharge could be classed 
as a pure arc, or a spark discharge. When the discharge is a pure are, 
the separate oscillations are regular and practically sinusoidal, and the 
damping is still linear. If the discharge is classed as a spark discharge, 


10 J. Zenneck, Ann. d. Phys., 13, $22, 1904. 
11. Heydweiller, Ann. d. Physik., 19, 646, 1906. 
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although the damping is linear, the separate oscillation loops are 
distorted as will appear presently. 

Cut d of Plate 6 represents the condition when the discharge ter- 
minals of the secondary gap are carbon. ‘The discharge was quiet and 
very brilliant, resembling, as indeed it was, the pure carbon are operat- 
ing, however, at a frequency of 5.7 X 10° oscillations per second. 
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Il'icgureE 18. Form of Spark Gap Damping Curve. 


Cut e of Plate 6 gives the appearance of the oscillogram when the 
terminals are of aluminum in air. ‘lhe discharge in this ease, as well 
as for cuts b and ¢, was probably a pure are due to the carbon and 
other impurities in the aluminum. In appearance, the discharge was 
brilliant and similar to the carbon are. 


Magnesium terminals usually give the pure-are discharge-form of 


damping curve, due probably to the large amount of magnesium vapor 
present in the discharge, or possibly to the burning of the magnesium 
into the oxide. 

Cut./ of Plate 6 and the pictures of Plate 7 represent the appearance 
of the spark discharge oscillograms. When the temperature of the 
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discharge is kept low the conductivity of the gap is not maintained 
over the interval of zero current by the presence of incandescent metallic 
or carbon vapor, and the high resistance of the gap is partially estab- 
lished at each crossing of the axis by the current curve. ‘This necessi- 
tates a reionization of the gas at the beginning of each current loop, or 
the breaking down of a possible oxide film, thereby distorting the wave 
in the neighborhood of the axis, as is shown by the figures. 

The general form of the curve for spark damping, which is indicated 
in the photographs, was at times momentarily clearly outlined on the 
fluorescent screen and is shown by the drawing of Figure 18. Ap- 
parently, in some of the photographs, the loops begin, in point of 
time, before the ending of the previous loop. This apparent paradox 
is due to the slight shift in the time axis resulting from the reaction 
of the strong secondary discharges upon the potential of the primary 
condenser. 

The oscillogram photographs of spark damping here shown were 
taken for aluminum terminals because of the greater regularity of the 
dischange between terminals of that metal. Many other metals were 
tried, such as copper, cadmium, zinc, ete., and in practically every case 
in which the discharge was a spark-discharge, the oscillations took the 
same form as is shown in Figure 18. 

When one of the terminals is carbon or magnesium, the current loops 
on one side of the time axis are of the pure arc form, while those on 
the other side are of the spark-discharge form. 

If the terminals are dissimilar there is usually evidence of a rectify- 
ing effect. Particularly is this so if one terminal is of aluminum and 
the other of copper or iron. Cut d of Plate 7 shows this rectification. 

The effect of hydrogen on the discharge is indicated by cuts ¢ and 
J of Plate 7, which were taken under the same conditions except for 
the H surrounding the gap terminals in the case of cut { ‘The hydro- 
gen serves, in this case, principally to ensure a spark rather than an arc 
dischange, and probably increases the damping. 

The outward appearance of the discharge is in no way an indication 
as to whether the oscillogram takes the are or spark form. ‘lhe form 
of the oscillogram serves conveniently to differentiate between the 
pure arc and the spark discharges, when the terms arc and spark are 
applied to discharges operating on alternating currents. ‘I'he discharge 
of the Cu-Al oscillation gap, which has been studied in this investige- 
tion, cannot, according to this definition, be called an arc, but is a 
spark discharge. 

The photographs here shown of gap damping furnish in no way a 
complete discussion of the subject, but are presented to give additional 
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proof of the existence of linear damping in a circuit containing a spark 
gap, and to show that there are two distinct forms of the oscillation 
trains according to the nature of the gap. 


(7) Notes Concerning the Mechanism of Conduction in the Cu-Al Gap. 


Very little can at present be given concerning the exact nature of 
the conduction which takes place in the gap under discussion and the 
office of the necessary hydrogen. No oscillations can be obtained un- 
less the gap is immersed in some gas rich in hydrogen, but the latter 
alone gives by far the best results. In any case the gas must be moist. 
As was shown early in Part I, the absence of metallic vapor indicates 
that the conduction is probably affected entirely by the ionization of 
the surrounding gas. Since, as was also observed, the metal used for 
the anode makes little difference in the operation of the gap, and since 
aluminum is the only metal which works at all well as cathode, it is 
safe to say that it is the aluminum eathode, working in conjunction 
with the hydrogen, which gives the characteristic properties of the 
oscillation gap which has been partially studied in the foregoing 
pages. It might be mentioned here that magnesium acts to some ex- 
tent as cathode, but, on account of its low vaporizing point, works very 
irregularly and unsatisfactorily. ‘The discharge, in this case, is in- 
tensely green showing vaporization. 

‘he fact that moisture in the hydrogen is necessary indieates that 
an oxidation of the aluminum plays some part in the operation. ‘The 
necessity of an hydrogen atmosphere leads one to believe that perhaps 
a reduction of the ever present aluminum oxide film at some time 
during the cycle may take place, there pc .sibly being a cyclic change 
of oxidation and reduction of the aluminum determined by the tempera- 
ture at various instants during one primary discharge. For instance, 
it may be that some action such as follows takes place. At the begin- 
ning of the discharge, the thin oxide film makes necessary a high 
breaking-down potential in order to start a discharge. As soon, how- 
ever, as the discharge is started, H ions are conveyed to the aluminum 
cathode, and, since the atmosphere about the terminal is H, reduce the 
oxide film. The free surface of the aluminum is thereby exposed, and 
the resistance drops to a low value. This reduction would be the 
greater the larger the current, and there would result the very rapid 
drop in resistance which is shown in the curves of Figure 16. As soon 
as the discharge stops the aluminum partially reoxidizes, thereby 
re’stablishing the initial high resistance. 

It is probable that the regularity of the gap is partly due to t 
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that the discharge takes place for some time at one definite point on 
the aluminum, this confinement of the discharge to one place resulting 
possibly from the protecting oxide film over the rest of the surface. 


Part III. 
PRACTICAL CONSIDERATIONS AND APPLICATIONS. 
(1) Practical Considerations. 


From a practical point of view interest centers on the question of 
the amount of power obtainable from the system. ‘The gap is not 
a high-power generator of 

 @lectrical oscillations ; its 

advantages lie in simplicity 
and regularity. ‘The con- 
30 ditions for maximum power 


if 
—~ 

| 

| were considered in Part I, 

+ 
| and it was seen that the 

3 | | maximum power efficiently 

I 4 


tT oe. obtained from one gap at 

| 100 meters wave length is 

2 3 about 40 to 45 watts. It 

GAPS IN SERIES is probable, although no 

extensive tests have yet 

been made, that the power 
obtainable is greater at longer wave lengths. 

If greater power is required, gaps can profitably be operated in 
series. ‘I'wo gaps work perfectly and three gaps well on 500 volts, 
with much increased power output. Four gaps were satisfactorily run 
on 1000 volts, but in general there is a slight sacrifice of regularity of 
operation as the number of gaps in series is increased. 

The amount of power obtained, when gaps are operated in series 
with a definite supply current, is not directly proportional to the num- 
ber of gaps. When two gaps are operated in series, the power output 
is almost twice that from one gap. When more gaps are connected in 
series, the gain in power is much less, the greater the number of gaps 
the less the gain in power output. 

The average voltage across one gap ranges from 90 to 150, but is, 
under most conditions, about 100. As the number of gaps in series is 
increased, the current being constant, the voltage across the series 
is practically proportional to the number of gaps. 

The efficiency of the system, when gaps are operated in series, 
decreases as the number of gaps is increased. 


Ficure 19. Gaps in Series. 
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The following table and the curves of Figure 19 give an idea of the 
result of increasing the number of gaps in series. ‘he values of the 
efticiency and power may be somewhat misleading as the adjustments 
were not for conditions of maximum power and efficiency. ‘I'he general 
shape of the curves, however, may prove of interest: 


No. of Gaps. a E. R. I. R. Eff. 
1 00 145 15.9 25.5 32.5 % 
2 OO 260 15.9 39.3 27.5 
3 55 360 15.9 55.0 27.0 
4 5d 500 15.9 64.8 23.6 


As was stated in Part I, a proper choice of dynamo permits the 
omission of the external resistance. ‘The dynamo, for use in this 
manner must be characterized by a rapidly falling voltage-current 
curve in order that the voltage will increase if the discharge tends to 
stop. ‘The high voltage on open circuit of a generator of this kind also 
serves automatically to start the gap or gaps. 


(2) Applications. 


Various applications of the continuous oscillations might well be 
spoken of, but reference will be made to only three, i. e.: the use of the 
oscillation system in conjunction with a Braun tube for demonstration ; 
the calibration of a wave meter by means of harmonics; and wireless 
telegraphy and telephony. 

‘The simplicity and convenience of the system as a generator of con- 
tinuous high frequency oscillations render the apparatus particularly 
suitable for demonstration and laboratory use. Especially is the sys- 
tem of value when used in connection with a Braun tube, for, with such 
an equipment, many of the phenomzna of electrical oscillations can be 
visualized, such as the damping due to resistance, the damping due to 
radiation in an antenna, ete. 

As was pointed out in Part II, two secondary circuits of different 
periods can be caused to oscillate, the exact ratio of frequencies being 
given directly by the resulting Lissajou’s figure. If, then, the period 
of one of the secondary circuits is fixed and accurately determined in 
some manner, the period of the second variable secondary circuit is 
given in terms of the first or standard. In this way, with proper ad- 
justments, a large number of determined periods can be obtained, and 
an accurate calibration of a wave meter made.12 


12 Suggested by Professor G. W. Pierce. 
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The system can, of course, be readily used for wireless telegraphy 
provided some method such as a chopper be used for making audible 
the continuous transmission of power. One gap operating on from . to 
.8 ampere will undoubtedly transmit up to 70 miles with some advan- 
tages over the other systems. In addition to the advantages of high 
efficiency, one wave length, etc., is the great gain in simplicity and 
regularity, and the advantage of working directly on the commercial 
voltages for hours with no attention. 

One of the most interesting applications of the aluminum-copper 
gap is its successful use in wireless telephony. Professor G. W. Pierce 
and the author have given the apparatus a thorough test in connection 
with wireless telephony, and have carried on conversations for several 
hours at a time between two distant stations with practically perfect 
articulation. The remarkable constancy and regularity of the system 
as a generator of continuous oscillations has been proved to be of great 
value for the wireless transmission of articulate speech. ‘This will 
probably be the subject of a later communication. 


JEFFERSON PHystcaAL LABORATORY, 
HarvARD UNIVERSITY, 
CAMBRIDGE, Mass. 
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PLATE 1. 


MovuntTiInG or Braun TUBE. 


a. 
b. Cc. 
Spectrum of Gap I, = .73 ampere. 
with Ag = 110 meters. 
Aluminum Comparison. I.C. F. = 5. 
Spectrum. 
d. é. 
A. = 118 meters. Ay = 76 meters. 
Ag = 236 meters. Az = 114 meters. 
Ratio = 1:2. Ratio = 2:3. 


I.C. F. = 4. I.C.F. = 4. 
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Lissajou’s FIGURES. 


a. 


Ag = 80 meters. 
Az = 120 meters. 
Ratio 2: 3. 

I.C. F. = 6. 

I) = .65 ampere. 


Ag = 173 meters. 
Az; = 231 meters. 
Ratio = 3:4. 


é. 
Ag = 200 meters. 
As = 250 meters. 
Ratio = 4:5. 


Ag = 158 meters. 
Ag = 474 meters. 
Ratio 1:3. 
I.C. F. = 3. 
Ig = 1 ampere. 
d. 
Az = 180 meters. 
Az; = 300 meters. 
Ratio = 3:5. 


Ag = 180 meters. 
Ag = 315 meters. 
Ratio = 4:7. 
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PLATE 3. 


E—I CHARACTERISTICS. 


a. — Very Long Gap. 
I, = .55 ampere. 
1 cm. = 4.5 amperes (vertical). 
2cem. = 250 volts (horizontal). 


c. — Short Gap. 


I, = .54 ampere. 
1 cm. = 1.3 amperes (vertical). 
1 em. 230 volts (horizontal). 


é. 


Cu-Al gap operating on 
oscillatory current. Characteristic 
of Glow Discharge shown at the 
end of the potential deflection. 


b. — Long Gap. 


I, = 1.0 ampere. 
1 cm. = 4.25 amperes (vertical). 
1 cm. = 250 volts (horizontal). 


d.— Very Short Gap. 


I, = 1.5 amperes. 
1 cm. = 4.25 amperes (vertical). 
1 em. = 250 volts (horizontal). 


f. 
A. = 268 meters. 
I, = .5 ampere. 
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CHAFFEE.— IMPACT EXCITATION OF ELECTRIC OSCILLATIONS. Pirate 3. 
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a. 


Ag = 185 meters. 
I, = .85 ampere. 


C, = 178 X 105 wf. 


1.C. F. = 3. 
Ag = 180 meters. 
I, = .32 ampere. 
I. C.F. = 6. 
é. 
A. = 88 meters. 


I, = .4 ampere. 
170 X 10-5 wf. 
1.C. F. = 11. 


b. 


.68 ampere. 
110 XK 10° wf. 


F, = 4. 


65 meters. 
ampere. 
F. = 7. 
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PLATE 6. 


RESISTANCE DAMPING AND BEATS. 


a. 
R,. = 5.9 ohms. 
Ag = 112 meters. 
I, = .35 ampere. 
C; = 150 x 10-5 uf. 
I.C. F. = 12. 


154 meters. 
325 meters. 


> > 


370 meters. 
290 meters. 


> 


b. 
A, = 400 meters. 


d. 


.4 ampere. 
= 140 meters. 


I 


A = 215 meters. 
a’ = 255 meters. 
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PLATE 6. 
Gap DAMPING OSCILLOGRAPBS. 


a. b. — Al-Al in H. 
Beats. A = 520 meters. 
I, = 1.2 amperes. 


c.— Al-Al in Air. d.— Carbon-Carbon in Air. 
A = 525 meters. A = 525 meters. 
Ig = 1.2 amperes. I, = 1.4 amperes. 


e.— Al-Al in Air. jf. —Al-Al in H. 
A = 575 meters. A = 575 meters. 
I, = 1.5 amperes. I, = 1.9 amperes. 
Water cooled. Water cooled. 
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CHAFFEE.— IMPACT EXCITATION OF ELECTRIC OSCILLATIONS. PLATE 6. 
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PLATE 7. 
Gap DaAmpPING. 


a. — Al-Al in Air. b.— Al-Al in Air. 
A = §25. A = 525 meters. 
Water cooled. Water cooled. 

c.— Al-Al in H. d. — Cu-Al in H. 


A = 525 meters. Shows rectification. 
Water cooled. 


e.— Al-Al Arc in Air. 


A = 525 meters. Same as Figure 5, except 
I, = 1.3 amperes. hydrogen instead of air 


surrounded gap. 
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CHAFFEE. — IMPACT EXCITATION OF ELECTRIC OSCILLATIONS. PLATE 7. 
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